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INSPECTION SHEET 
Drawing Method of 
Tolerance ; Comments 
0.098 +0.004/-0.001 |  — | 
Ø0.295 +0.006/-0.001 
0.204 +/-0.010 
224 +/-0.010 


+/-0.010 


+/-0.030 
+/-0.010 
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Measured by: 


Engineering Approval: | Date: 
(If necessar 


| Rev | Date | Change | Revised py | Approved | 
| A | 16.03.17 | New Issue CNE: OM | 
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